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2,40 (b) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIDITORSL 

Ihe bears den Ihere was one bear observed before entering tbe den lyir»g on the floor, with its winter coat, 
panling and salivating eKpassively- Whan i/ve enlerad the den i| afood up tHjt continued tq pant and salivate. Tbere is 
s ooncern of Ifu animal's beallli bacausa stw was panling h>aavlly and salivating wllht bar winter coai. In order to 
avoid health risk issues ol the animal related to Ihe clinical signs observed tbe attending veterinarian should examine 
the animal. Cdrraci wilhin 24 hcurs. 

2,131 (c) (1) 

HANDLING OF ANIMALS, 

*** Joe the chimpanzee is allowed to be fed peanuts by Ibe public The method in which managemenl inetruds the 
public to taed him is by throwing the peanuts into his enclosure giving seme people opportunity to 1hroi.v the peanuts 
at JOe. Iitanagamont stated that they warn the Kids Ibal If thay Ihrow paanuls at Joe, than Joe win throw peanuts 
back, When Joe throws Itre peanirts back be also throws dirt and shows aggression, The option of placing a feeding 
lube was discuissed but due to a previous inc^enl would not be sofa to use again. Management stuuld have a safer 
method for the public to feed Joe wilbout throwing peanuts which could possibly cause Injury to the animal or cause 
beharvioral stress- During public exhibition, any animal must be bandied so there is minimal risk ot barm to the animal 
and to the public, with sullioient distance and/or barriers belweari Ihe animal and the gerteral viewir^g public sc as to 
assure tbe safety of animals and the public. Correct by June l£, £014 

2,131 (e) 

HANDLING OF ANIMALS, 

Ir the bears den the temperature negistened on the ceiling as 1 50 degrees F and the floor as 7'& degrees F measuring 
with a Reytek gun at approximately 1 1:00 am. Whila we ware insirSe ol the den we qoulrl teol lbs heat Irom the oailing 
which was made Irom a molal roof without Insulation. Thoro was no cooling apparatus Inside the den. Tho boa^ that 
was in the den was observed belore we walked in the den laying on tbe grourid and once we came into the den she 
got up but was panting heavily. 'When dimatic oondilidns present a threat to an animal's health or wall-boing. 
appropriate measures must be taken to alleviate the impact ol those conditions. .An animal may never be subjected to 
any combinalion of temperature, humidity, arvd time that is detrimental lo the animal's health or welFbeing, taking into 
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ooreideration suc*i factors as the animal's age, species, breed, overall health staltis, and acdimatjon. Correct 
imme[#elely- 


3.75 (c) (1) (i) 

HOUSING FACIUTIES, GENERAL 

’**111 Joe Ihe chimpaniee's enclosure the platform to me lar left of his errcloaure mat was rLstedi. Also there was post 
1hai ia sterilizing a pleltpfm that is excessively rusted and gguld break wusirxg the platform to fall dawn. 

‘**Tho bonnet and rtiesus macaque's primary chain link fencing was rusted. 

The furniture and surfaces shook! be tree of excessive rust that prevents the required cleanitog and sanitizatjon, or 
that aflects the structural strengib ol the surface. Cornect by June 1^, 2i014 


3.75 (c) R) 

HOUSING FACIUTIES, GENERAL 

‘■‘‘The loys in the lemur, bonnet macaoue, rbesus macaque and cbimpanzee primary enclosure were soiled and 
worn. AJI surfaces must be mpiniained on a regular basis. Surfaces of housing 1acili1ies--incJuding hauseg, dens, and 
other furmture-typo Fixtures and obfacts within the Facllity--lhat cannot be readily claaned and sanlllzed, must be 
repIsKed when worn or soiled. Comoct by June 19, £01 * 

3.75 (c) (») REPEAT 

HOUSING FACIUTIES, GENERAL 

■“*ln the primary enclosure lor me bonnel arxj rhesus macaque there was a lot ol feces on the plaflorm that had not 
been gleaned lhal eppeered tg have been there mere fbon e day. Hard sudagee with which ngnbuman primates 
come In contact musl be spot-cloanad dally and samtizad to pravcnl accumulation ol axcrala or disaasa hazards. 

3.84 (c) 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL 

’“Mn Joe Ihe chimpanzee primary enclosure there was a plastic lettuce baig on the ground. In the slall next to Joe's 
indocr enclosure ihane was clutter and disgarded Hems that was attrajgting flies. Premises where bousing lacililies are 
located, including buildings and surrounding grounds, must bo kept clean and In good repair In order lo protect the 
nonhunran primates from injury, to facilitate the husbandry practices and to reduce or eliminate breeding and living 
areas Ipr rodents, pasts, and vemnin. Premises must bs kept free ol accumulafigns of trash, junk, waste, end 
discarded matter. Correct June 19, 2014. 

3.84 (d) 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL 

’“Nn Ihe stall next lo Joe's inside endosune and to the left of the entrance there was a dirty cage with towels and flies 
swarming. An ettegfive program fgr cpntrgl pf insects must be astablisbE=d and maintained 


Prepared By: 
Title; 

Received By: 
Title; 


ANNETTE CHAPMAN, D.Y.M. 


ANNETTE CHAPMAN, O.V M U&DA, APHIS, Animal Care 
VETERINARY MEDICAL OFFICER Inspector 604S 


(b)(e), (b)(7)(c) 


Papa Z gr 4 


Date; 

Jun-95-2014 


Date; 

Jun-&5-£OI4 


Insp e ction Rep on EKplaiiatioii: http : / /vnirw. iphis .us da. gov/ saiimsLfirelf ai-e / dovmlo xds /IR_E>5)laii3ttioii.p df 






USDA 


United States Department ef Agricutture 
Animal and Pl^n1 Hgaltti IrapQClipn ^rviqa' 


155UW3Z4350405 Inspjd 


Inspection Report 


so as lo promote the heallrt and well-being ol the animals aid reduce oorKtamination by pests in animal areas, 

Correcl by June 12, 2014. 

3-125 (a) 

FACILITIES. GENERAL 

’** In the beaiT's and tiger's. Special and Kryptenile, enclosure there was a hole at the primary lence line that coutd 
allow the ertranqp gf small mammals that could potantially transmit disease to Iha bears end cause illness. The bears 
and tigers. Misha and Sultan, also have bnlQS that naad to bo tilled within lhair anck>sures mat they could tall In aiid 
injure themseMes. 

the bears primary enclosure there Is a cement pool wm #>tposed rusled wire that could pclenllally Injure the 
animals- 

’“‘In the primary enclosure's for the tigers', Misba, Sultan, Kryplonite and Special, has platform® that were scratched 
up and jagged pieces of iivood were exposed that oould potentially cause injury to the animals. 

’“Mn the black, leopard's, Jack,, primary enclosure me primary fence was rusting and broken along the entrance of the 
den. The fence could potentially oontinua splitting if the rust gontinges up the chain link allowing the animal to escape. 

‘**ln the coati mgndi and Iho black leopard's primary erclosure the wood plaHormg were degraded and in disrepair 
which could eventually break ond fall cousing injury to the animals. 

“*The lencing post njnninig akmg the floor of the grey loxes primary enclosure ig rusted and pitted- The rust and 
pitting has CHPiHomisad me integriiy ol Ihe fencing end couU ellow escepo cl the enimal. 

The facility must be oonsfructed oi such material and ol SUC*1 strergfh as appropriate for the animals involved. The 
indoor end outdooi' hcusir^ fecilities sTieJl bo slrudureJly sound end shell be meinteined In goad repeir to protect me 
animals from injury and to contain the animals, Correct by June 19, £014 

3.125 (d) REPEAT 

FACILITIES. GENERAL 

’“Mn the cavy's pnmary enclosure there was two-day old rotted collard greens on me grour>d that had nol been 
removod. Provision shall be made for itie remQvsl and disposel of food we^les, bedding, deed animals, trash and 
debns. Oisposel faclhljes shall be so provided and oparetod as to minimize vermin fnlestatlon, odors, and drseaso 
hazards 

3.127 (c) 

FACILITIES. OUTDOOR, 

'“Mn the tigers endosore for Special and Krypionite's run there was a wet lcw-ly»ng area where the ground was still 
moist and WBS not drying. 

“*ln the bears primary enclosure on the end of the enclosure opposite ol mere run there is a a wet low- 
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lying afea where the ground was still moist and was not drying. 

”*irt lh« tiger endosiire tor Magoa there was a poet ot walar ihat was not able to dram. A soltaiola oftelhtod shall be 
provided to rapidly eliminate excess water to minimize disease and pest. Correct by June 19, £014 


3-129 (b) 

FEEDING. 

’■‘‘The bears feeding cowls in there den looked dirty and had not been cleaned andfor sanitized , Food receptacles 
shall be kept dean and sanitery at all times. Correct by June 7, 2Q1 J. 

3.131 (a) 

SAMITATIOM. 

■**10 the grey lox enclosure there was a lot of teces in the enclosure. Excreta shall be removed from primary 
enclosures es often as necessary tc prevent conteminetion ot the enimels ponteined [herein end to minimize disease 
hazards and to roduce odors. When onctosores are cleaned by hoslr^g or Ftushing. adequate measures shall be talken 
to protect the animals confirted in such enclosures from being directly sprayed with the stream of water or welted 
involuntarily. Correct by June 1 , 2014. 

3.131 (c) 

SAMITATIOM. 

’“‘Outside of the beans enclosure within their perimeter fence there were oW discarded items (old tires and used wire} 
and trash on the ground. Premises shall ba kept dean and in good repair in order to protect the animals from injury 
and to facilltalo the prascrlbod husbandry practioas sot forth In this sub|oail. Accumulatrcns of trash shall bo piacod In 
designated areas and cleaned as necessary to fyotect the health of the animals Correct by June 14, £014 


The exit briefing was conducted with the President, 
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